The Rishis of ancient period clearly clarified in the VAASTU
SHASTRA' which things should be kept where and how to do a
certain work. It has been shown in the above plan how a house
should be arranged and decorated.

(1)        Room for Worship :

At the sun-rise the rays of the sun fall on the N.E.
side of any place. So it was decided that the room for worship
should be on the N.E. If any type of building is raised on the N.E.,
the owner of the house will have mental worry and becomes dull.
So, the N.E, corner should be kept separate only to install God's
idol and worship it. It is also advised to plant a Basil plant (TULSI)
and worship it regularly except Sunday.

(2)        Labour Room:

In olden days adequate arrangement were made in the
living house only for the delivery of pregnant ladies. But, now a
days Health Science has developed by leaps and bounds and
health centres have been opened. According to the prevailing
conditions, the labour room used to be constructed on the East
of the house. The only reason for this was that the sun rays which
give health at dawn were falling on both the mother and her
issue. So a temporary labour room was constructed on the East.
Even now, it was proved to be correct, doubtless, as per the
Geographical as well as health conditions.

Doctors, now a days, are constructing labour room on
the East only, leaving a little space on the N.E. in their Nursing
Homes. It is in conformity with the rules laid down in the VAASTU
SHASTRA',

(3)       Bath Room :

It is an established truth that water flow on the North, North-
East and East sides. So our ancestors used to construct Bath-
room on the East. Soon after taking bath in the morning, people
used to pray to the Sun offering 'Arghya' (water offered chanting
Mantras). Hence, even today, it is advised to construct bathroom
on the East side only in the house or on the open place. This
satisfies the rules given in the VAASTU SHASTRA'.

86